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am Tfrarre *; %w? o f ' nvfr^T T sp> fircw 3 i9ss msst *r.w. 3193*1 arte 

trtrrfsRt Tfff % firtr Orjsrf^rfgrar mrfhnr amfr |, srqfrr:-- 

stit srfsr^RT Jr t?t tf 3 =nr ttJt ttefaT 1 sfaffer PrwrPTRrrT *r *f Ttr srfffe ” 
sftmTrf'nr qffV srwift, water:-- 

“ 3 . 4 ? rrJT.TT. TteteR-, 
f*R«r aflr Tfonx *pqwr 

[trot *t-i6on/ 2/9 o-tpr.f. (<fr.4r.)( 1 )] 
MINISTRY OF HEALTH & FAMILY WELFARE 
(Department of Health; 

NOTIFICATIONS 
New Delhi, the 9th July, 1991 

S.O. 455 (E) .—In pursuance of clause (e) of section 4 read with sub-section 
(3) of section 6 of the All India Institute of Medical Sciences Act, 1956 (25 of 
1956), the Central Government hereby nominates Shri M. L. Fotedar, Minister 
of Health and Family Welfare, to be a member of the All India Institute of 
Medical Sciences, New Delhi, vice Dr. D. J. Jussawalla ana makes the following 
amendment iurther to amend the notification of the Government of India in the 
Ministry of Health and Family Welfare No. S.O. 3193, dt. the 3rd October, 
1988, namely — 

In the said notification, for serial number 3 and the entr. -elating thereto 
the following serial number and entry shall be substituted, na n.'ly •— 

“3. Shri M. L. Fotedar, 

Minister of Health and Family Welfare.” 

[No. V-16011 |2|90-ME (PG) (i) ] 

w.srr. 45 6 (sr).--*rf^ *refter srnrfwtft tfatR wfafim, 1956 (rose *r 25) *r 
am 7 *t TTam (1) 5m rrew wfiRpff *t troter Ttrir ftr arte wmr morn, Tfterrc 

smqwr nmm (wrm finmr) fester is wster, 1991 # wftegw tmrm.wr. 267 (w) 

% srfimpjr if, Ttrff % finmr srfsrater omf pt fatf $Jr srilm* & rete f*ar *mr | trwrr 
arete Jr titer fw w trart tfa^arcr «ft^r.gpr. 'tit^K, afk vfterp: ^mn 

tech *t, sit srfew *tmfter srwferm- tfwr, «t# fesff % q* tmrr f, 3*r ptr % smrsr % ft 
* r jpfHftt *r«fV | i 


[jmrrqf- 16020 / 2 / 9 o-^ir.f. (<fr#) (ii)] 
41. qr. trmrr.tffKtRfatr 
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[wur II—^ 3 fii)] vfi’Tcf : wr«rm 


S.O. 436 (E) .—la exercise of the powers conferred by subjection (1) of 
section. 7 of the All India Institute of Medical Sciences Act, 1956 (25 of 1956) 
and in supersession of the notification of the Government of India in tire Minis¬ 
try of Health and Family Welfare (Department of Health), No. S.O. 267 (E) 
dated the 18th April, 1991, except as respects things done ot { ommitted to be 
done before such supersession, the Central Government hereby nominates 
Sbri M. L. Fotedar, Minister of Health and Family Welfare, a member of the 
All India Institute of Medical Sciences, New Delhi, to be the President of the 
said Institute. 


[No. V-16020j2i90-ME (PG) (ii) ] 
B. S. LAMBA, Jt. Secy. 
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